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KPD-4&40-59 
2D July 1959 


25X1 


MEMORANDUM FOR: m 

SUBJECT c Acceptance of Minicard llptipaent 


T.J* * ® 0 *8 r of l»ttssr fttwi Eastaan Kodak Co* dated 

16 July 1959 stating that installation of the Minicard 
at your location has been satisfactorily ©depleted* 

, 2 * *£ ^* mct05p,s statement is concurred in please 
©caaplete the Acceptance* stated below and return this aeaorandiai 
to ae* A <«^ is attached for your retention. Should the system 
5f t with the requirements of the contract, please list the 

discrepancies in order that the Contractor my be so advised. 


25X1 


Contracting Uf floor, DID 


ACCEPTED - ITEMS 12 THROUGH 24 
CONTRACT SO. Si -1806 


BGT 

THU!, 

DATE 


25X1 


25X1 


Distribu tion » 
Orig J~ ' 
cc - 


DPD-DD/P 


w/c y 2 DPD-4937-59 
B 3 « n » 

cc - EK Co. EQ-1806, w/ey 1 DPD-.4937._59 
- Chrono, RI 


(20-7-59) 
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